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Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample # 

If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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LAB USE ONLY 


DESCRIPTSON OF ITEMS SUBMITTED I GROSS | GROSS 

QUANTITY WEIGHT 


ANALYSIS 

NUMBER 













Date Analyzed: 
City: Boston D.C.U. Police Dept. 

Officer; P.O, SEMEDO 


Amount; 

No. Cont: 1 Conf; pb 

Date Rac'd: 12/30/2011 
Gross Wt.; 36.49 


SubsbSUB 


No. Analyzed; 

Net Weight: Qj^f . C 

# Tests;™'! /. 


Prelim:, 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C;\msdchem\l\System7\0119_12\813975.D 
NEM 

20 Jan 2012 4:04 

BLANK 

2 

DRUGS . M 
RTE 




Time-> 2.00 3.00 4,00 5.00 6.00 7.00 8.00 9.00_10.00 11:00 12.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


813975.D Thu Jun 21 13:14:13 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C; \msdchem\l\System7\01__19_12\813976 .D 
NEM 

20 Jan 2012 4:19 

COCAINE STD 


DRUGS.M 
RTE 


Abundance 

1000000 : 


4.670 


500000 


0 ^y-T -1--. ' S -y - ^ 

T.me-> 2.00 3.00 4.00 5,00 


TtC:813976.D\dala.ms 


-r-n ' I '.I.r ■' I ' ■ 1.'.' r“r-7-i--i-T---i----y-- r---r---r-- r---y---r-- r---T---r--T-- 

6.00 7.00 8.00 ?JD,0 ... 10,00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 


4.670 

1152558 

100.00 

100.00 



813976.D Thu Jun 21 13:14:18 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name ; C:\msdchem\l\System7\01_19_12\813976.D 

Operator : NEM 

Date Acquired : 20 Jan 2012 4:19 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality; 

; 80 



C;\Datataase\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality; 

: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

4.67 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 


Abundance Average of 4,633 to 4.834 min.; 813976.D\data,ms (-) 



813976.D Thu Jun 21 13:14;19 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \msdchem\l\System7\01_19__12\813985 . D 
NEM 

20 Jan 2012 6:39 

BLANK 
KAC 
2 

DRUGS.M 
RTE 


Abundance TIC: 813985.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


813985.D Thu Jun 21 13:14:43 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File.- 

File Name : C:\msdchem\l\System7\01__19_12\813986.D 

Operator : NEM 

Date Acquired : ^^Jar^2^2 6:54 

Sample Name : 

Submitted by : KAC 

Vial Number : 86 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance 
20000001 


1600000 

1000000 

600000 

2.451 

Time-> 2.00 3.00 


4.$70 


3.844 I 


TIC: 813986.D\clata.ms 



4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


2.451 103712 3.57 4.04 
3,844 229872 7.92 8.95 
4.670 2567538 88,50 100.00 


813986.D Thu Jun 21 13:14:49 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C;\msdchem\l\System7\01_19_12\813986.D 

Operator : NEM 

Date Acquired ; 20Jan2012 6:54 

Sample Name : 

Submitted by : KAC 

Vial Number : 86 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMWTOX2.L 

PK# RT Library/ID 


1 2.45 C:\Database\NIST05a.L 


Benzoic 

acid, 

4-amino-, 

ethyl 

ester 

000094-09-7 

97 

Benzoic 

acid, 

4-amino-, 

ethyl 

ester 

000094-09-7 

96 

Benzoic 

acid, 

4-amino-, 

ethyl 

ester 

000094-09-7 

96 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


Abundance Average of 2 425 to 2,557 min.: 813986.D\data.ms (-) 


120 




813986.D Thu Jun 21 13:14:49 2012 Page 2 
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Area Percent"/ Library Search Report 


Information from Data File: 



File Name 

C;\msdchem\l\System7\01 19 

12\813986.D 


Operator 

NEM 



Date Acquired 

20 Jan 2012 6:54 



Sample Name 




Submitted by 

KAC 



Vial Number 

86 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NlST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


2 


3.84 C;\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 


2,3,5,6-tet 

014769-73-4 

98 

2,3,5,6-tet 

006649-23-6 

97 

2,3,5,6-tet 

006649-23-6 

97 


Abundance 


Average of 3.812 to 4.082 min.; 813986-D\data.ms (-) 

148 



m/z-> 10 20 30 40 SO 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 210 220 230 240 


Abundance 

80 

60 

40 

20 


#59447: lm!dazo[2,1-b]thiazole, 2,3,5,6-tetrahydfo-6-pheny!', (S)- 

148 204 


73 


101 


121 



176 

157 J 189 

■i-|-TTT Ti" ri i^iyrcfT-p-r 




m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 


813986 .D 


Thu Jun 21 13:14:50 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\System7\01_19_12\813986.D 

NEM 

20 Jan 2012 6:54 


KAC 
86 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

cask 

Qual 


4 . 67 


C:\Database\SLI.L 



COCAINE 

000050-36-2 

9 9 


COCAINE 

000050-36-2 

99 


COCAINE 

000050-36-2 

99 

Abundance 

Average of 4.627 to 4.829 min.: 813986.D\dala.ms (-) 


1 

82 

182 



80 

60 

40 
20^ 42 

I 

0 


94 


105 


303 


,55 68 


122 


136 


152 166 


82 


m/z-> 40 60 

Abundance 

80 i 
60 

40 

20 , 

■ 42 

i I ,55 68 

m/z-> 40 60 80 


198 272 

222 243 259 I, 288 


U'-r'''"''-'r| i i p . 

80 100 120 140 160 180 200 220 240 260 280 300 

#59: COCAINE 
1$2 


94 


105 




122 

,1 135 

' i '-' r i ’ I ‘T'l 


152 166 


303 


198 

I 


272 




208 222 244 256 


V 


288 


100 120 140 160 180 200 220 240 260 280 300 


813986 .D 


Thu Jun 21 13:14:51 2012 


Page 4 


Corbett email PRR 022980 













Area Percent / Library Search Report 


Information from Data File; 

File Name ; C:\msdchem\l\System7\01_19__12\813996.D 

Operator ; NEM 

Date Acquired : 20 Jan 2012 9:30 

Sample Name : BLANK 

Submitted by : 

vial Number : 2 

AcquisitionMeth; DRUGS.M 

Integrator : RTE 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


813996.D Thu Jun 21 13:15:06 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C ; \msdchem\l\System7\01__19_12\813997 ,D 
NEM 

20 Jan 2012 9:46 

COCAINE STD 


DRUGS.M 
RTE 


TIC: 813997.D\data,ms 

4.670 


Time--> 2.00 

3.00 

4.00 5.00 6.00 

7.00 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

4.670 


1228609 

100.00 

100.00 


Abundance 

1000000 ; 

soooooj 


813997.D Thu Jun 21 13:15:10 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C:\msdchem\l\System7\01_19_12\813997.D 

NEM 

20 Jan 2012 9:46 

COCAINE STD 

5 

DRUGS . M 
RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.67 C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Abundance 

80 

60 

40 

20 

0 

Abundance 

80 

60- 

40; 

20 

0 

m/z-> 


Average of 4.612 to 4.839 min.; 813”997.D\data.ms (-) 
182 


94 






42 




i®,® 68 


AtvI 



105 


122 


ki.,,. 


135 

'! I I ' I ■ I 


152 


198 

I I 214 


303 


272 

242 260 I 288 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 

#59; COCAINE 
1$2 

82 


94 


105 



303 


198 


272 


288 


208 222 244 258 

—]—(—!—I T V'"*" 


100 120 140 160 180 200 220 240 260 280 300 


813997.D Thu Jun 21 13:15:11 2012 


Page 2 
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